scanner-veronica-romero@archive.org,open D:\Images\_incoming\applicationsfore0163unit\applicationsfore0163unit.idf,8/24/2010 7:20:19 PM
scanner-veronica-romero@archive.org,exit,8/24/2010 7:27:46 PM
unknown (batch),open D:\Images\applicationsfore0163unit\applicationsfore0163unit.qpf,8/25/2010 1:24:16 AM
unknown (batch),processing started,8/25/2010 1:24:18 AM
unknown (batch),processing stopped,8/25/2010 1:39:35 AM
unknown (batch),close D:\Images\applicationsfore0163unit\applicationsfore0163unit.qpf,8/25/2010 1:39:35 AM
